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INSPECTION SHEET 


Work Order: 


Part Number: RBE105-14181W1-7 
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2.760 
M10X1.5-6H 


Actual : Method of 
Tolerance Dimension | 4¢cePt | Reject | inspection 
+.000/-,005 ae i 
GO / NO-GO 
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